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i. An engine test stand was located in one of the fenced-in 
hangars on the northeastern edre of the RANGSDORM (N 53/2Z 82) 
airflelc. Two twin-engine aircraft were parked in front of 
the hangars on 4 October 1949 and ons twin-enrine plane on 
4 October 1949, 


Lascription: Two far-projectine in-line engines, straight 
leading edge of wings, angular cockpit detached, double rud- 
der assembly with roundec endplates, wide yellcw longitudinal 
stripe on fuselase, rudder assembly painted yellow iy 25X1C 


fhe tail of a plane with sinzle rudder assembly pw truded 
from one hangar. ‘there was no flying. 


pee) 


- three intact hangars end the flight control station were 
locatec on the northern edie of the fielc. ‘there was no run- 
way. The obstacle ang boundary lichts were not on at nicht. 
the engine test stand was in continual operation. The fld 
was lishtly guarded. According to local resicents, three to 
five hundred men, mostly air force troops but includinre sone 
infentrymen, were stationed there. Truck E 5-39-09, towirg 
& passenzer car, left the field. 
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